FIA  Formula  1 
World  ChampionshipTM 


2020  styrian  Grand  prix 

9  - 12  July  2020 


From  The  Stewards  Document  20 

To  All  Teams,  All  Officials  Date  1 1  July  2020 

Time  12:43 


After  consultation  and  recommendation  of  the  FIA  Formula  One  Safety  Delegate  the  Stewards 
decide  that  the  Formula  One  Free  Practice  3  will  be  cancelled  due  to  the  inclement  weather  and 
safety  reasons  in  accordance  with  Art.  2.1.6.a  and  11.9.3.m  of  the  FIA  International  Sporting  Code. 


Gerd  Ennser 


Felix  Holter 


Emanuele  Pirro 


Walter  Jobst 


The  Stewards 


